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Important Information about Telephone Features 


Caller ID Compatibility 

The Caller ID feature is supported only in the following countries: U.S., 
Canada, United Kingdom, Germany, Spain, Italy, Portugal, and Korea. In 
all other countries, the feature will not appear in your product's menu. 

Handset Volume Regulations 

Due to telephone regulations, only users in the U.S., Canada, and Australia 
can adjust the volume of their handset. This feature is disabled in all other 
countries/ regions. 
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